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A NATURALISTIC SHIELD 
THAT HIDES THE LIGHT 
SOURCE • FLOATS IN THE 
GARDEN POOL • FURNISHED 
WITH WATERTITE SOCKET 
AND PLUG MOLDED TO 
12 FT. HEAVY DUTV 
RUBBER CORD 




371 sa 




CATALOa 



NEW 
BASKET 
LIGHT 
• 

HANG rr ON THE PORCH OR A TREE OR THE 
GARAGE • A HANDY PORTABLE LIGHT THAT 
HOLDS PLANTS OR FLOWERS • MADE OF 
WICKER ANO FURNISHED WIRED WITH 
12 FT. RUBBER CORD AND PLUG. 




ORNAMENTAL 
SHIELDS 




IP 

.*-l- 




• COLORED TO BLEND WITH THE FOLIAGE BV 
DAY THESE UNIT6 SMARTLY ILLUMINATE 
THE FLOWER BEOS AT NIGHT • FURNISHED 
WIRED WITH 12 FT HEAVY RUBBER CORD 
PLUG AND WATERTITE SOCKET • • • 




OUTDOOR. tTILITY 
LIGHT 
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y< HORIZONTAL. POSITION 



A NEW REFLECTING UNIT IDEALLY ADAPTED 
FOR GENERAL LIGHTING OF TREES •SHRUBS 
BUSHES • ROCK GARDENS • EASILY MOUNTED 
UNDER EAVES • BENCHES • PORCH RAILINGS 
TRELLISES • ARBORS ETC • 

Size: I6^X3''X3'' • STURDY CONSTRUCT I OlSl 
ACCOMODATES TWO MAZDA LAMPS ANO 
IS WIRED WITH la FT. HEAVY RUBBER CORD 
AND PLUG« 



VERTICAL 
POSITION 



o/. BORDER. 
/« SET 



CATAIOG • 
tfo.300 

THIS 7 SHIELD SET MADE 
TO ACCOMODATE OUR 
7 SOCKET RUBBER CORD 
ASSEMBLY No. TO OR 
NOMA OUTDOOR STRING 
IS DESIGNED FOR ALL 
GENERAL BORDER 
LIGHTING 




TUFA 
ROCK /LIGHT 




200 WATT 
FLOODLIGHT 




CATALOG 



NATURAL. TUFA ROCK WITH REFLECTING 
AREA HOLLOWED OUT OF BACK TO ACCOM- 
ODATE LAMP AND WATERTITE SOCKET • 
USED TO ILLUMINATE STEI>S • PATHS * ROCK GARDENS* 
WIRED WITH WATERTITE SOCKET 12 FT. RUBBER CORD 
AMD PLUG • 




WIRED 12 FT. OF 
RUBBER GORDAPUJQ 

CATALOG 




WHEN ATTACHED TO TREES 
OR THE GARAGE THIS UNIT 
FLOODS A LARGE AREA WITH 
LIGHT'HANOY RNl WORKORPUV 
ADJtSTABLE DOME UGHT • 

WHEN PLACED IN 
THE GARDEN THIS 
INCONSPICUOUS 
UMIT WITH ITS HANOf 
AMD ADJUSTABLE 
REFLECTOR MAKES 
POSSIBLE MANY 
EXCELLENT 
LIGHTING 
EFFECTS 

• 

WIRED WITH 
WATERTITE 
SOCKET -I2FT 
RUBBER OORO 
AMD PLUG 



REFLECTOR 
• 

THIS SMALL REFLECTOR HAS 
MAN\r uses • FOR LIGHTING 
TRE6S*SHRUBS*STERS-PATHS 
ROCKGARPENS • IS AIJUSTAILE 
RIRMISNEO WITN 12 Fl RUBBER 
CORD WATERTITE SOCKET AND 
PLUG* 




SUGGESTED WIRING PLAN USING 





HOUSE 



A "2< EXTENSION CORD - No 24- 
B-'SWAY TERMINfAL - Ho I© 
C- 2 SOCKET CORO SET - No Z<h 
D- 7 SOCKET CORD SET - No 70 



SUPPOSE THIS IS YOUR GARDEN • THE 
HOUSE OR GARAGE OFFERS THE SOURCE 
OP SUPPLY • EXTENSION CORD ^A^ SUPPLIES 
THE CURRENT TO A CONVENIENT POINT IN 
THE GARDEN AND CAN BE DISTRIBUTED 
WITH THE 3 WAY TERMINAL. ^B^ • TO THIS 
3 UNITS CAN BE CONNECTED • THE LILY PAD 
BORDER SET • FLOOD LIGHTS • TUFFA ROCK 
UGHT OR ANY OP THE OTHER ILLUMINATING 
UNITS CAN BE USED* 

DUE TO THE FLEXIBILITY OF THIS SIMPLE WIRING 
MANY DIFFERENT EFFECTS CAN BE HAD • UNITS 
CAN BE CHANGED OFTEN AND EASILY* 
WITH THESE NEW WIRING DEVICES ALL. THE 
RA8T WIRING DIFFICULTIES ARE EASILY OVERCOME 
MAKING THE INSTALLATION OF GARDEN 
UGHTIN6 EQUIPMENT • SIMPLE- QUICK 
INTERESTING • 



WE SHALL BE GLAD TO 
OFFER SUGGESTIONS FOR 
ANY PARTICULAR WIRING 
PROBLEM 



I 

INTERCHANGEABLE 

A^IRiNG ACCESSORIES • ^dWB^ 

= CORD SEX3 




CATALOG No. 70 



7 SOCKET ALL RUBBER • MOLDED ONE PIECE • CORD SET • IS 24 FT. LONG-THE 
SOCKETS ARE SPACED 3FT. APART • HAS 7 WATERTITE INTERMEDIATE SOCKETS 
AND IS USED FOR GENERAL BORDER LIGHTING • 



NEW OUTDOOR CORDS 

WITH THESE IDEAL WIRING DEVICES 
MADE OF HEAVY DUTY RUBBER AND 
MOLDED ONE PIECE THE PROBLEM 
OF WIRING IN THE GARDEN IS AT 
LAST SOLVED • WITH THESE UNITS 
AN INSTALLATION IS VERY SIMPLE 
ALL SOCKETS ARE WATERTITE AND 
ALL CONNECTIONS ARE MADE WATER- 
TITE BY A SIMPLE TIGHT FITTING 
RUBBER SLEEVE THAT SLIPS OVER 
THE CONNECTING AND THE 
ATTACHMENT PLUGS • • • 



5 WAY TERMINAL 

3 CONNECTING PLUGS 
WITH SLIP-OVER RUBBER 
SLEEVES ON 16 INCH 
CORDS WITH 12 FT. 
LEAD TO MOLDED 
ATTACHMENT PLUG • 
THE RUBBER SLEEVES 
WHEN SLIPPED OVER 
A CONNECTION MAKE 
IT WATERTITE 



CATALOG 

No. ie>' 




RUBBER 
5LE6VE 



GARDEN LIGHTING EQUIPMENT CO. 

1210 EAST lid ST. CUBV6UAND OH ID 



.VIRING ACCESSORIES 



INTERCHANGEABLE 
ALL RUBBER 

MOLDED ONE PIECE 
CORD 



24 FT. EXTENSION 
CORD • ALL OF THE 
CONNECTING JOINTS 
ARE WATERTITE 



CSEE CAT. 
No. \Q) 






Z SOCKET CORQ SET CAN BE 
USED FOR POOL LIGHTING 
EACH LEAD IS 6 FT. 

LONG 



SOCKET 
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WATER- 
MOLDED 
VOUTY 
VNDPlUG 
D FOR 
riNG 



^ Tulane 



7 SOCKE 
SOCKETS 
AND IS U 

wilfJii, V;' University 

MADE OF 
MOLDED C 
OF WIRINC 
LAST SOL\ 

AN INSTAi.i.«noM-l5 VERY SIMPLE 
ALL SOCKETS ARE WATERTITE AND 
ALL CONNECTIONS ARE MADE WATER- 
TITE BY A SIMPLE TIGHT FITTING 
RUBBER SLEEVE THAT SLIPS OVER 
THE CONNECTING AND THE 
ATTACHMENT PLUGS • • • 
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ATTACHMENT PLUG • 
THE RUBBER SLEEVES 
WHEN SUPPED OVER 
A CONNECTION MAKE 
IT WATERTITE 




RUBBER 
SLEEVE 



GARDEN LIGHTING EQUIPMENT CO. 

12IO EAST 113 ST. CLEVEUANO OHIO 



